HEATING and LIGHTING FIXTURES 
for LIBERTY HOMES 



QUALITY FIXTURES—GUARANTEED FINISHES 

All Fixtures Wired Complete, Ready to Hang. Bulbs Not Included. 

All Prices Quoted F. O. B. Factory 


No. 801. For Living or Dining Room. Finished in Browntone 
with gold highlights. Glass shades as shown decorated blue and 
yellow flower design. Length of fixture 36", width 17". Furnished 
with either 3, 4 or 5 lights. 

No. 801 A.3 lights. $5.20 

No. 801 B.4 lights.$7.80 

No. 801 C.5 lights.$8.90 

No. 802. For Living or Dining Room. Finished in Browntone 
with gold highlights. Width 17", length 14". Furnished with 
either 3, 4 or 5 lights. 

No. 802 A.3 lights.$5.40 

No. 802 B.4 lights.$6.25 

No. 802 C.5 lights.$7.10 

No. 803. Wall Bracket. Finish and glass shade to match fixture 
No. 801. Price, $1.80. 

No. 804. Candle Bracket. Finish to match fixture No. 802. 
Price, $1.75. 


No. 805. Bedroom or Hall. Ivory finish, with delicate color 
shading. Width at top, 5^4". Total length, 7". $ .90. 

No. 806. For Bathroom use. Metal part of fixture finished in 
White Enamel. White glass, 6" long. $2.25. 

No. 807. Bedroom. Fancy oval shape, 13" long. Finished in 
Ivory-Pastelle. $2.35. 

No. 808. Wall Bracket. Use in Kitchen, Bath or Bedrooms. 

Bracket finished in White Enamel. White glass shade. Price, $1.75. 

No. 809. Porch. Glass ball is plain frosted crystal, 6" in dia¬ 
meter. Fixture is dead black. Price includes glass ball. $1.25. 

No. 810. Ceiling Light. Finished white enamel or ivory. Plate 
is 5^" wide at top. Price, $ .95. 

No. 811. Kitchen Unit. Finish white enamel on metal. Glass is 
milk white, 8*4" in diameter. Price, complete, $1.90. 

No. 812. Wall Bracket Lantern. Iron black finish. Total height, 
11J4". Size of lantern, 5^x8". Price, complete, $3.75. 


SEMINOLE CABINET HEATER 
A Perfect Heating Unit $ 29.75 

Price Complete, F.O.B.Factory ' 

The Seminole Cabinet Heater brings to your home a 
beautifully designed efficient heater, neatly proportioned, 
that will make an ornament in any room of your home 
besides giving you a heating plant of the very same 
construction and efficiency of the modern furnace. It 

draws cold air from 
the floor, which in 
passing the heated por¬ 
tion of the heater, 
warms and humidifies 
the air, and distributes 
it evenly to all parts 
of the home. A large 
capacity water pan in 
the rear insures proper 
humidity. 






Price of the Seminole 
Cabinet Heater in 
plain finish. . . .$29.75 
Price in grained ma¬ 
hogany enamel finish 
$39.50. 

Interior construction 
all cast iron. Exterior 
construction: Bottom, 
front and top, cast 
iron; back, right and 
left ends, Armco en¬ 
ameling iron. 


AMERICAN PIPELESS 
FURNACE tbs') 

Price Complete, Only JL 

F.O.B.Factory 

This Furnace embodies all modern improvements. Easy 
to operate, easy to install, easy on fuel, and contains 
the new type of grates, 
permitting the use of 
hard and soft coal, coke 
or wood. 

Warm, fresh, moist air in 
all parts of the house is 
what you receive from 
this preferred heating 
plant. It has a large hu¬ 
midifier in front of the 
furnace close to the fire 
pot. This assures health¬ 
ful, moist air in every 
room. 

This furnace is constructed 
of the best quality cast iron of 
heavy design. All joints posi¬ 
tively gas tight. Triple Gal¬ 
vanized Steel Casings—Oxidized 
Steel Register—Over-Size One- 
Piece Radiator—Extra Heavy 
Triangular Grate Assembly— 

One-Piece Extra Heavy Corru- 



Height. . . . 

.43" 

gated 

Fire Pot—Heavy 

Cast 



*» ■< 


Width. 

.*’5" 

Dome-Shaped 

Feed Section. 





Depth. 

.17" 




Dia. 


Heating 


Price 

Fire pot. . . 

. 18x11x8" 

No. 

Size 

Casing 

Pipe 

Register 

Capacity 


Comp. 

Feed door. 

. . 7^x14" 

518 

18" 

40" Dia. 

8" 

28x28" 

10,000 Cu. Ft. 

$62.00 

Ash door. . 


520 

20" 

43" Dia. 

8" 

30x30" 

14,000 Cu. Ft. 

$71.00 

Smoke pipe. 

.7" 

522 

22" 

4Dia. 

9" 

34x34" 

22,000 Cu. Ft. 

$79.00 
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